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Separate paging Is given to this Part In order that It raay be filed 
as a separate compilation. 


MINISTRY OF COMMERCE 
RESOLUTION 

New Delhi, the 17th May 1968 

No. 4 / 46 / 67 -TEX(C).— 1 The Government of India have decided that the 
term of office of the All India Handloom Board, as reconstituted under the Ministry 
of Commerce and Industry Resolution No. 3(31)-TEX(C)/62 dated the 18th January, 
1963 which expired on the 31st March 1968, may be extended upto 30th September, 
1908. 


Order 

Ordered that the Resolution be published in the Gazette of India. 

Ordered also that a copy of the Resolution be sent to all concerned- 

H. K. KOCHAR, Jt. Secy. 
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